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THI&jS UNEVALUATED INFORMATION 

L. - -■ h 

£*% ’ '• 


Late in June 195^ Herr Drescher tras a^Mctod T/tiiie on his tray fro™ his 

hor,e to his place of work. Drescher the Obersoreewerk aid was said to 

have ecve^oped a hich-perfornsnee elystron. -» and ■** 

*• Jonnent o/ lone Dr ^5X1 

elling marked / jon tho development of a hi ph-perf ornance alystron. 

VSj 0n ,v hl f f 6ViC0 Yf 3 stopiied after Dr, MUk left for V/estcm Germany in 

SLo^ad Sn^Sedf-^ ^ 0n ^ ^h-perfor^ce 

^ ?OEP^t « ^reseller was head of the dcsirninc office and the experimental 

workshop o. tlie ALG-Oborspreewerk. This section, which was separated from the 

c^troi 0 ^ 1 ?) 7 ^ proper was put under Dr. Straehler aid remained under tiie 
control o. the Lon is try of Electrical Indus tries in I'oscoy . 

The last changes in nersonnex were reported 25X1 

Drescher and (Kiss-3 Dr. Keitznann worked primarily in the field of tube research 
fnthert r Dr ° 0ertel and Dr " Boltzmann are the most inportait 

tae !^ + °fv. m£:nCtron and cl y stron ^bes and have bcenreported on. 
It is safe to assume that the persons mentioned in this report were "connulsorilv 
transferred" to one of the well-known hiph-frequency research teS nSSS? 7 
w to J; eni , n Crad. A German Hews Service report follows; "did. Berlin, 19 July 1950. 
era- Drescner, a specialist in the field of radar equipment, who was awarded the 

in th^Sst^™ 6 ^* tho So 7r Gt ^ono, disappeared on his way from his hone, located 
in the , .astern Sector, to his place of work at the Kabelwerk Oberspree (Cable 

iff® 0b T preS \ ° n o he 3 f?° ^ 1118 assistant. Kiss Dr. Ileitznann, was kidnapped 
while on hor way hone fron the Heinrich Herts Institute in ,'dlershof, in an auto- 
^ l^occup ied by me mbers of the People's Police and persons wearinc Soviet 
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